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A novel method for determining the thermal efficiency of the SparkJet is proposed. A 
SparkJet is attached to the end of a pendulum. The motion of the pendulum subsequent 
to a single spark discharge is measured using a laser displacement sensor. The measured 
displacement vs time is compared with the predictions of a theoretical perfect gas model 
to estimate the fraction of the spark discharge energy which results in heating the gas (z.e., 
increasing the translational- rotational temperature). The results from multiple runs for 
different capacitances of c = 3, 5, 10, 20, and 40/xF show that the thermal efficiency decreases 
with higher capacitive discharges. 


I. Introduction 


E electromagnetic Local Flow Control (ELFC) is the application of pulsed electromagnetic fields to 
modify flow structure for improving design performance or alleviating adverse flow conditions. A wide 
variety of ELFC devices have been developed including, for example, Dielectric Barrier Discharge (DBD), 
laser and/or microwave discharge, electron beam, and surface DC/AC discharge. 1-4 


The Johns Hopkins University Applied Physics Labo- 
ratory has developed a unique ELFC device denoted 
the SparkJet™ for flow and flight control. 5-11 The 
basic concept is illustrated in Fig. 1. A spark is 
discharged within a typical volume of several cm 3 
(Stage 1). The high pressure gas discharges through 
a converging nozzle thereby generating an impulse 
(Stage 2). Provided there is a mechanism for recharg- 
ing the gas in the cavity (Stage 3), the sequence can 
be repeated. Research has also been conducted at the 
University of Texas at Austin, 12 ONERA 13 and Rut- 
gers University. 14 



Stage 1 : 

Energy 

Deposition 
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Stage 3: 
Recovery 


Figure 1. SparkJet 7 


The objective of the paper is the determination of the thermal energy efficiency of a particular design of 
a SparkJet. The thermal energy efficiency is the fraction of the electrical energy which results in effective 
heating of the gas in the cavity. The spark discharge generates a plasma with excited electronic, rotational, 
and vibrational states. A portion of the energy dissipated across the spark gap is channeled into heating 
of the gas (i.e., increasing the translational-rotational temperature) which leads to a high pressure and 
subsequent jet exiting through the converging nozzle. Various estimates of the thermal energy efficiency 
have been published. 10, 11 In this paper, a novel method for determining energy efficiency is proposed based 
upon comparison of predictions of a theoretical model and experimental measurements. 
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II. Experiment 


II. A. Pendulum 

A prototype pendulum apparatus and Spark Jet actuator was constructed 
in order to measure the impulse response of a single capacitive discharge. 

The pendulum apparatus is shown schematically in Fig. 2. It consisted of 
a wooden pendulum, a low friction pivot assembly, a low torque electrical 
coupling, and a Spark Jet actuator. The pendulum and pivot assembly 
was mounted in a rigid wooden stand shielded from room air drafts by 
transparent plastic (Plexiglass) panels. A photograph of the completed 
assembly with a close-up of the actuator is show in Fig. 3(a). 

The pendulum was a 12.7 mm diameter wooden (Maple) dowel 
mounted to a pivot block assembly on one end and to the SparkJet actu- 
ator on the opposite end. The pivot assembly consisted of a rectangular 
block of UHMW polyethylene (19 x 28 x 63 mm) with two sharp carbide 
scriber pins (from Moody Tools Model 51-1520) resting on hard glass sur- 
faces. A photograph of the pivot assembly is shown in Fig. 3(b). Due 
to the very small angular displacement, typically less than 0.01 degree, 
friction was relied upon to maintain the pins in a fixed position on the 
glass surface. Small translations of the pins on the glass surface due to the 
SparkJet impulse that may have occurred during testing were corrected 
for the theoretical analysis. Indentations in the glass could have been 
used to guarantee no movement of the pins but they were not used out 
of concern of increasing bearing torque. The mass moment of inertia for 
a compound pendulum can be computed from the total rotating mass m, 
the distance from the pivot axis to the center of the mass L cg , and the 
pendulum period T, z.e., / = mgL cg ( ^) 2 kg-m 2 . 

A low torque electrical coupling was fabricated by suspending low 
stiffness conductors between two screw-terminal blocks, one attached to the stationary wooden support 
stand and the other to the rotating pivot block (See Fig. 2 and 3(b)). For the high current, capacitive 
discharge conductors, 2.4 mm diameter brass ball chain was used. The chain will not support a bending 
moment but is a good electrical conductor. A drawback of the chain was that arcing was occasionally noticed 
between the balls suggesting an irregular voltage drop. Since the actuator spark gap voltage was recorded, 
minor chain arcing and irregularities in the chain voltage drop was not judged to be a serious issue. For spark 
gap voltage monitoring where connecting wire voltage drop was not an issue (due to the high impedance 
oscilloscope probe and very low current), very small diameter copper wire (38 AWG, 0.1 mm dia.) with 
negligible stiffness was used. 

The supply wires for the trigger, capacitor discharge and ground return between the power supply and 
trigger source and pivot block assembly were, 21 AWG (~ 0.7 mm dia.) copper wire. The current carrying 
wires between the pivot block and actuator were 18 AWG (~ 1 mm dia.), wire attached parallel to the 
pendulum shaft. The spark gap voltage monitor wires were 25 AWG (~ 0.46 mm dia.) installed parallel to 
the current carrying conductors. All wires were unshielded, stranded, and insulated copper and were secured 
to the pendulum shaft with bands of heat shrink tubing. 

II. B. SparkJet Actuator 

A capacitive- discharge, ionization-triggered, tri-electrode SparkJet actuator was fabricated following the 
design described. 15 Referring to the schematic in Fig. 4, an unregulated, DC power supply (Acopian model 
U500Y20) was connected through resistor R\ to capacitor C between nodes 1 and 4. The capacitor was in 
parallel with the spark gap between nodes 2 and 3. The value of R\ was fixed at 5 KOhm to limit charging 
current and isolate the spark gap from the power supply. The capacitor C was replaceable and had values of 
3, 5, 10, 20, and 40/x F (Genteq Model GEM-III rated at 1000 VDC peak/440 VAC). Diode D was used to 
prevent high back emf transients due to the collapsing magnetic field in loop 1 — 2 — 3 — 4 from generating 
a secondary discharge. 



Figure 2. Schematic view of pen- 
dulum apparatus (not to scale). A. 
screw terminal bock, B. connecting 
chains and wires, C. sharp carbide 
pins, D. stationary glass bearing 
surface, E. wood dowel, F. SparkJet 
actuator. L = 797.8 mm, Leg (center 
of gravity) = 291.4 mm, Total rotat- 
ing mass ( exclusive of connecting 
chains and wires) = 190.43 gram 
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(a) Photograph of pendulum apparatus with close-up of 
SparkJet actuator. The trigger electrode enters from the 
rear of the Teflon block. The gap voltage monitoring leads 
are silver soldered to the electrodes beneath the red and 
white insulation. 



(b) Photograph of pivot assembly with low torque electrical 
chain and wire connectors. The outrigger screw post is used 
to adjust the vertical angle of the pendulum shaft due to 
the asymmetry of the pivot block with the attached screw 
terminal strip. 


Figure 3. Photograph of a) pendulum, and b) pivot assembly and electrical coupling 


An ionization trigger was used to discharge the ca- 
pacitor by introducing an approximately 1 microsecond 
pulse, V p , into step up transformer T to create a 25 kV 
pulse between nodes 5 and 3. The pulse was provided by 
a low cost, commercial trigger source (Information Un- 
limited, Model Ignitor 10). Resistor R 2 helps to isolate 
the transformer from the spark gap while still allowing 
the ionization pulse to function. The circuit will function 
without R 2 but the influence of the transformer will be 
seen in the loop voltage measurements, particularly V 12 
and V 34 complicating interpretation of the data. 

Intensified CCD images of the trigger and discharge 
sparks are shown in Fig. 5(a) for a bench top (non- 
enclosed electrodes) setup of three electrodes in a equi- angle, 120 degree star arrangement. The electrode 
arrangement for the current actuator experiment (described below) was orthogonal rather than equi-angular 
but the dimensions are similar and discharge is assumed to behave similarly. The notation in Fig. 5(a) 
corresponds to the schematic in Fig. 4. The electrodes are 0.81 mm diameter Nichrome wire. The left frame 
shows the 25 kV trigger spark alone. The right hand frame shows the capacitive discharge for C = 10 /iF. 
The images are registered, 50% opaque overlays of separately acquired discharge and electrode images. As 
shown, the high voltage trigger pulse creates an ionization channel between nodes 5 and 3 that subsequently 
allows the capacitor to discharge along path 1 — 5 — 3. 

Construction of the actuator is shown in Fig. 5(b). It consisted of a rectangular block of polytetraflu- 
oroethylene (Teflon) with a cylindrical cavity, orifice, electrodes and a nylon set-screw end closure. The 
internal cavity volume was 234.2 mm 3 inclusive of the discharge orifice neck and accounting for the displace- 
ment volume of the three electrodes. The electrodes were 0.81 mm diameter nickel- chromium resistance wire 
(Nichrome). The electrodes penetrated the Teflon wall via an interference fit and were additionally bonded 
with cyanoacrylate glue to prevent movement. While the electrodes had initially flat, square ends, under 
use the sharp edges corroded slightly due to the electrical discharges forming smooth, rounded edges. The 
main capacitive discharge electrodes (nodes 1 and 4 in Fig. 4) were oriented directly opposed to each other 
with a spacing of approximately 0.8 mm. The trigger electrode (node 5) was positioned midway between 
the discharge pair and oriented at 90 degrees. The closest distance between electrodes 5 and 3 was approx- 
imately 0.5 mm. These were somewhat arbitrary offsets with the only requirement being that the trigger 
and discharge operate reliably. A small amount of electrode recession likely occurred over the duration of 
the experiment. The actuator was not designed for accurate measurement and maintenance of the spark gap 


+v, 


cic ~ vvw 


v=o 



Figure 4. SparkJet electrical circuit schematic. 
Vdc — 550 volt unregulated, V p trigger pulse from pulse 
generator, T pulse step up transformer, R\ = 5 kOhm, 
i ?2 = 1 kOhm, D diode (IN4007-30), C capacitor 

(3, 5, 10, 20, 40/uF) 
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(a) Instantaneous images of the tri-electrode SparkJet ac- 
tuator. Image obtained with a Cooke DiCam Pro ICCD 
camera with S 20 Q photocathode and £>43 output phosphor. 
10 nanosecond exposure after 2700 nanosecond trigger delay. 


(b) Dimensioned cross-sectional diagram of SparkJet. All di- 
mensions millimeter. 


Figure 5. SparkJet: a) photograph and b) diagram 


width. Increasing electrode separation requires greater power to produce a spark. Since both the gap voltage 
and current was measured, however, the effect of electrode recession on consumed power was accounted for. 

II. C. Diagnostics 

The maximum expected displacement of the pendulum was only a few tens of micrometers; therefore, accu- 
rate measurement of the displacement time history was a primary concern. A laser-based optical displace- 
ment sensor, Microepsilon optoNCDT model ILD-2200, was selected based on its range (2 mm), resolution 
(0.03 nm), stand-off distance (24 mm) and frequency response (20 kHz at —3 dB). The sensor has both 
analog and digital signal outputs. The analog output was used in this study. 

Data was acquired on a digital oscilloscope, Agilent Model MSO7034A, rated at 8-bit resolution, +/ — 40 
volt vertical dynamic range and 350 MHz bandwidth. The oscilloscope’s ’’high resolution mode” was used 
to record the voltage and current signals. The high resolution mode effectively low pass filters the signals 
to remove noise and also is claimed to increase vertical resolution. The cutoff frequency is not specified in 
the user manual but is sufficiently high such that no difference in the current- voltage phase relationship was 
observed compared to the oscilloscope’s normal resolution mode. 

In order to determine the input energy required to the main discharge spark, both the instantaneous 
voltage across the gap and instantaneous loop current must be measured. Since the instantaneous current 
can be very high (on the order of 1000 amp), a large voltage drop is expected across both the supply 
and return legs of the wiring. As will be shown for this particular implementation, roughly two-thirds 
of the capacitor voltage is dropped across the supply wiring. For this reason, a separate pair of voltage 
monitoring leads was attached directly to the actuator electrodes close to the spark gap. Since the oscilloscope 
probe is high impedance (> 1 MOhm), negligible current flows in the monitor wires and the actual gap 
voltage can be accurately measured. The voltage-time waveforms were measured with an Agilent Model 
N2790A active differential probe rated at 1400 volt and 100 MHz. The differential probe avoided possible 
measurement errors by removing the ground side of the building AC power system from the measurement 
circuit. Initial measurements conducted with a single-ended, high voltage probe (Tektronix Model P6015A) 
delivered confusingly different waveforms and voltage levels depending on where ground wires were connected. 
This problem was completely avoided with the active differential probe. The active probe has two range 
settings, 50X and 500X. The 500X setting was used in these experiments. 

Electrical current was measured with a Pearson Model 110 wideband current transformer rated at 
0.1 amp/volt sensitivity, 5000 peak amps, 0.5 amp-second current-time product (a measure of core satu- 
ration) and a usable rise time of 20 nanoseconds. In the current experiment, maximum current-time product 
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was less than 0.02 amp-sec. The large amplitude current pulses caused the current transformer output to 
exceeded the dynamic range of the oscilloscope. A 10X voltage divider probe, Agilent Model 10073C, was 
therefore used to record the current transformer output. 

Since the trigger pulse has an amplitude of 25 kV, it could not be recorded with the differential os- 
cilloscope probe that is limited to 1.4 kV. The trigger pulse was recorded and described by Reedy et a/. 15 
showing that the trigger gap (node 5 — 3) rises until the breakdown voltage for the gap is reached followed 
by a rapid drop in gap voltage as the air ionizes. The high voltage trigger pulse width is typically less than 
1 microsecond. 

When the Spark Jet was operated at even a low discharge frequency of a few Hertz, the digital laser 
displacement sensor and/or controlling PC would invariably lockup after a few seconds of operation due to 
the intense electromagnetic interference noise from capacitive discharge. When operated in single pulse mode, 
however, the subject of this investigation, such lockup occurred only rarely. Use of shielded cables, ferrite 
cores, and large separation distance between the actuator and recording equipment can reduce interference 
effects but none was required in this experiment. 

Due to the undamped design of the pendulum and the light weight housing in which it was mounted, 
the pendulum was very sensitive to any structural vibrations in the laboratory. Even after several hours of 
isolation in an unoccupied lab after normal working hours, the pendulum never completely came to rest. 
To the contrary, the pendulum undergoes a continuous, random low level amplitude modulation that may 
be related to low level, background seismic activity. Vibration problems are typically treated with either 
high mass damping or some type of air flotation/damping or elastic resilient isolation mounts. For the 
purpose of estimating the impulse due to the SparkJet, however, an absolutely motionless initial condition 
is not required as long as the initial amplitude and phase is recorded at the moment of actuation. Since 
the period of the pendulum is low (~ 1.5 seconds), triggering at various phases angles was done manually 
by displaying the pendulum displacement signal on the oscilloscope in time ’’roll” mode, analogous to a 
paper strip chart recorder. When the displacement signal reached the desired phase quadrant, the spark 
was manually triggered. Finer phase selection using the manual method was not possible but after repeated 
trials, a useful range of phase angles was obtained. 

III. Theoretical Model 


III. A. Model Description 

The SparkJet is attached to the end of a pendulum. The spark discharge within the cavity creates an air 
jet which generates a force and moves the pendulum. The geometry of the pendulum is shown in Fig. 6. 
Without the influence of the SparkJet, the pendulum moves with a small amplitude as a result of ambient 
noise which perturbs the pendulum (see Section II. C). The geometry of the cavity is shown in Figure 7. 
The cavity is initially at ambient pressure and ambient temperature X^. The energy deposited to the 
cavity, Q, is assumed to increase the temperature to T to and pressure to p to at a constant density (p to = 
instantaneously at time to- 


i Poo Too p 



Figure 6. Dimensions of Pendulum Figure 7. Cavity Geometry 

An inviscid perfect gas model is assumed for the air flow to avoid elaborate computations required to 
account for thermochemical reactions. However, such an ideal model cannot represent the fraction of the 
deposited energy which results in the translational-rotational temperature increase in gas. Therefore, the 
initial total temperature of the gas in the cavity is 
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( 1 ) 


T to 


~ Too + 


r]Q 

PoqV Cv 


where pQ is the effective heat added to the gas (z.e., resulting in the increase in the translational-rotational 
temperature of the gas), is the initial density of the gas in the cavity, V is the cavity volume and c v is 
the specific heat at constant volume. The quantity p is denoted the thermal efficiency of the Spark Jet. The 
thermal efficiency in percent is 100 x p. The above expression may be rewritten as 


Tt a — Too[l + (7 - l)e] 


(2) 


where 

e = vQ 

PoqV 


For a physical interpretation of e, see Anderson and Knight. 16 


( 3 ) 


III.B. Governing Equations 

Assuming that the pendulum motion is planar, the equation of motion for the pendulum is given by Newton’s 
second law for rotating bodies 

g2g rR 

I — / (gr sin 0)dm p + m s (t)g sin OR = RF(t) (4) 

at Jq 

where m v is the mass of the pendulum (assuming a uniform density and constant cross section), m s (t) is 
the mass of the SparkJet, R is the distance from the pendulum pivot point to the cavity center, F(t) is the 
force from the cavity exhaust, and / is the moment of inertia of the pendulum plus cavity system. 

r R 

1=1 r 2 dm p + m s (t)R 2 (5) 

J o ' 

assuming the dimension of the SparkJet is small compared to R. The mass of the gas inside the SparkJet 
is negligible compared to the mass of the SparkJet, and therefore m s (t) is assumed constant. Assuming 
^ < 1 radian, 


where 




(6) 


rR 


w =1 


grdirip + m s gR 


( 7 ) 


Anderson and Knight have developed an analytical model to predict F(t) for inviscid and perfect gas. 16 The 
force from the cavity is given by Eq. (8) assuming that the flow is initially sonic at the throat (see Anderson 
and Knight 16 ). 


m 

Poo A 


0 


c(y) 1 + (7 ■ 


11 -Qn_ 

L> PooV 


[1 + P(t-t 0 )\ 


27 

7 — 1 


(*) (£) 


*-) -1 


for t < t Q 

for t Q < t < t Q + t\ 

for t > t Q + t\ 


(8) 


where Q is the energy deposited into the cavity, V is the cavity volume, is the ambient pressure, A is the 
cavity exit area, and p is the thermal efficiency. The energy deposition is assumed to occur instantaneously. 
The constants are given by the following relations 


c(l) = 



(9) 
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7-1 2 


where a to is the initial speed of sound in the cavity 


®to — Y 7-R^to 

and the initial temperature in the cavity can be found from Eq. (2) 

The condition for initially sonic flow at the cavity exit (see Anderson and Knight 16 ) is 


_ Qn_ 1 ( 7 + 1 V 

6 PooV 7-1 [v 2 ) 

The time interval t\ of sonic flow at the cavity exit is 


7 / ( 7 — 1 ) 


— 1 — 2.23 for 7 = 1.4 


t\ = 8.64 ( —— 7 ) 0.9129(l + 0.4^-% 

V ato A ) \ PooV 


— 1 for 7 = 1.4 


The total pressure ratio to ambient pressure during subsonic flow at the cavity exit is determined by the 
following implicit equation 16 


n vV + 1 (2/J 2 + 5) + 3 log % + vV + 1 ) - 3.946 + 1 + qWA = 0 for 7 = 1-4(15) 


where 


(7— 1)/7 


For initially subsonic throat, e < 2.23, (see Anderson and Knight 1 


F(t) = f 27 \ / pt_ 

P00A \7-l/ VPoo 


The total pressure ratio to ambient pressure for subsonic throat is found by the following implicit relation 


!±\/ jj? + l(2/i 2 + 5) +3 log(/i + v V 2 + 1) — Po\/ P 0 “f" 1(2 /^ 0 A5) — 3 log(/io - 


where /1 is found by Eq. (16) and 


ATTT. , 8 (=+)(( -U „ 

t ‘° + > + 71 =° 


— = l + (7“l)e 

Poo 

The total discharge time for initially sonic throat, e > 2.23, is 

t f = 8.99(1 + 0.4e ) 1/7 - 8.64 


and the total discharge time for initially subsonic throat, e < 2.23, is 
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( 22 ) 


where e and ^ are given by Eq. ( 2 ) and ( 20 ), respectively. 

III.C. Numerical Method 

The governing equation (Eq. (6)) is second order in time and therefore requires two initial conditions, the 
specification of 0 and dO/dt at the initial time (see Anderson and Knight 17 ). The angle 6 and the angular 
velocity dO/dt at the instant of spark discharge are obtained from the experiment by matching the time of 
spark discharge and pre-spark amplitude of the pendulum oscillation. The natural frequency, cj, is obtained 
from the experiment subsequent to the discharge. 

For all the cases there is a displacement offset which is the mean of the experimental data. For all 
cases the offset is subtracted from the displacement data before and after the pulse to examine the effect of 
discharge and exclude other effects on oscillations. The energy efficiency 77 is determined by choosing the 
value that creates a match between theoretical displacement and experimental displacement. 

To solve the second-order differential equation (Eq. (6)) a fourth order Runge-Kutta scheme 18 is applied 
with variable time steps for different phases of pre-discharge, discharge (sonic and subsonic throat intervals), 
and post-discharge. Newton’s method is used to find the numerical roots of the implicit relations (Eq. ( 15 ) 
and ( 18 )) to determine F(t) . 


IV. Results 


IV. A. Experiment 

Fig. 8(a) shows an example of individual voltage drops around the discharge loop in Fig. 4 for the case of 
C = 20/iF where Vi 4 denotes the voltage across the capacitor between nodes 1 and 4 with the other voltages 
following similar notation, z.e., the spark gap voltage drop is V23 and the supply and return wires V12 and 
V34, respectively. The low level trigger input occurs at t = 0 causing the trigger voltage V53 (not shown) to 
rise until gap 5 — 3 ionization voltage is reached several microseconds later. At that time, complete ionization 
of gaps 5 — 3 and 5 — 2 occurs (see Fig. 5 (a)) and the capacitor begins to discharge. Gap voltage V23 abruptly 
falls to about 200 volt corresponding to the ionization channel resistance at that moment. Simultaneously, 
the supply and return wires develop voltage drops V12 and V34 based on their small but finite resistance and 
the high current magnitude. The three voltages continue to fall as the capacitor discharges as shown by 
V14. At about 30 microseconds, the falling gap voltage can no longer support the ionization channel and an 
abrupt change in voltage occurs as the real current flow stops. At that point, the energy deposition ceases. 
The large undershoot in voltage Vi 4 is due to resonance effects in the series RLC circuit formed by loop 
1 — 2 — 3 — 4 . The sudden current flow beginning several microseconds after t — 0 creates a magnetic field 
around the discharge loop wires. As that field collapses, it induces a back emf opposite in sign to the initial 
voltage. If the back emf excursion is large enough, it can create a second spark discharge. The back emf can 
be blocked with a diode to avoid that situation(see Fig. 4 ). 

Fig. 8(b) shows the sum of gap and wire voltage drops compared to the source capacitor voltage. The 
diode in Fig. 4 was reused in this measurement in order to show the complete save forms. According to 
Kirchhoff’s voltage law, the sum of the voltages around a loop must equate to zero, or equivalently in this 
case, V14 = V12 + V23 + V34. Other than evidence of the trigger pulse near t = 0, there is virtually no 
difference between the capacitor voltage, V14, and the sum of the loop voltages, V12, V23, and V34. This 
is a highly significant finding since it demonstrates that 100% of the supplied energy by the capacitor is 
accounted for by considering only the spark gap and the connecting wires. That means that no significant 
leakage currents exist including through the connected trigger circuit or as radiated energy. The measured 
energy dissipated in the spark gap is the proper value to use in computing Spark Jet efficiency and not the 
total capacitor electrical energy, E = \CV 2 . 

Also shown in Fig. 8(b) is the instantaneous current waveform. Note that the peak current occurs at 
the maximum slope, dV/dt , of the capacitor discharge voltage as expected. The value of the capacitance 
computed from the rate of change of voltage and the measured current, C = d y / dt , varies by only 10% from 
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the capacitor’s label value at the peak in the current waveform. The label value is 20/iF and the computed 
value at the current peak is 22.3/iF. 



(a) Individual element voltage drops around discharge 
loop consisting of capacitor, connecting wires and spark 
gap. Notation corresponds to nodes in Fig. 4. Symbols 
are for curve identification. C = 20/rF 



(b) Capacitor voltage compared to sum of discharge loop 
voltage drops from Fig. 8(a) 


Figure 8. Voltage Drops 


Fig. 9 shows typical spark gap voltage, current and power waveforms for the case of C — 20/iF. In this 
case, a diode was used to block the field-induced back emf to permit just a single positive current pulse. The 
power curve is the product of the voltage and current. The integral of the power with respect to time over the 
pulse duration is equal to the total energy deposited into the spark. In this case, the energy input is just over 
1 joule. Compare this to the electrical energy stored by the capacitor, E = 0.5 x (20 x 10 -6 ) x 5502 = 3.02 
joule and it is seen that two-thirds of the capacitor total energy is lost to the wiring resistance. 




Figure 9. Typical spark gap voltage, current and power waveforms, C = 20/xF 


This was the procedure used to compute Q for the range of capacitances tested in this experiment. Also 
note that the pulse width (about 25 microseconds) is nearly five orders of magnitude less than the period of 
the pendulum, 1.5 sec, showing that the energy deposition can be reasonably modeled as instantaneous. 

IV.B. Theory 

Theoretical results are shown in Fig. 10 for a single run each from various experiments with C = 3, 5, 10, 20, 
and 40 fiF. It should be noted that the computed efficiency likely depends upon the details of this particular 
SparkJet design. Moreover, further research is in progress to determine the sensitivity of the computed 
efficiency to the energy of the capacitive discharge. 
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angle (deg) angle (deg) 




(a) 77 = 8.91% and Q = 181 mJ 


(b) 77 : 8.56% and Q = 285 mJ 




(c) 77 = 6.67% and Q = 572 mJ 


(d) 77 = 4.72% and Q = 1130 mJ 



(e) 77 = 3.97% and Q = 1901 mJ 

Figure 10. Experiment vs theory 
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The average efficiency and standard deviation values of multiple runs (5 to 10) for different capacitances 
are summarized in Fig. 11(a). The average efficiency and standard deviation values for different values of 
dimensionless deposited energy are plotted in Fig. 11(b). The result indicates lower efficiencies with higher 
capacitances which correspond to discharges resulting in initially sonic throat in the cavity. 
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(a) 77 and e vs. C 


(b) 77 vs. e 


Figure 11. Thermal efficiency and dimensionless energy deposition parameter 


V. Conclusion 

A novel method for determining the thermal efficiency of the SparkJet is proposed. The thermal efficiency 
is the fraction of the capacitive discharge energy which is channeled into heating of the gas (z.e., increasing 
the translational-rotational temperature). A SparkJet is attached to the end of a free swinging pendulum. 
The displacement of the pendulum vs time due to a single SparkJet discharge is measured using a laser 
displacement sensor. A theoretical model for the SparkJet thermal efficiency is developed assuming a perfect 
gas. The thermal efficiency of the SparkJet is calculated by fitting the predicted displacement vs time with 
the experiment. The results indicate less than 10% efficiency depending on the capacitance size. In addition, 
the efficiency decreases with larger energy deposition magnitudes. 
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